Fwd: Microgrid Pilot 


Subject: Fwd: Microgrid Pilot 

From: Rachel Brashier <rachel.brashier@lacity.org> 

Date: 3/21/19, 8:19 AM 

To: Fernando Montes-Rodriguez <fernando.montes-rodriguez@lacity.org>, 
Solomon Rivera <solomon.rivera@lacity.org>, Albizael Del Valle 
<albizael.delvalle@lacity.org>, Aden Binyam <aden.binyam@lacity.org>, Isaias 
Benavides <isaias.benavides@lacity.org> 

So Albi or Isaias (are either of you available) would be best to attend with Aden. 
Aden- can you ask if you can skip today's fellowship meeting for this UHRC 
meeting? 

.Forwarded message. 

From: Greg Good < qreq.aood@lacitv.ora > 

Date: Wed, Mar 20, 2019 at 6:46 PM 
Subject: Microgrid Pilot 

To: Rachel Brashier < rachel.brashier@lacitv.org >. Solomon Rivera 

< solomon.rivera@lacitv.oro > 

Cc: Margaret Wynne < marqaret.wvnne@lacitv.orq > 


Hey y'all... 

Thanks for the meeting today. As follow-up, we're actually thinking about starting 
a rolling roll-out sooner rather than later (maybe even as soon as next week). 
Toward that end - and if y'all are interested - we'd like to get your input on what 
"microgrid" make most sense for CD8. 

So...though I know it's last minute, can y'all please send someone to the UHRC 
meeting tomorrow at 1pm to give us that input? We can then put CD8 in the first 
round. 

Again, sorry for the last minute... 

Thanks, 

G. 


Greg Good 

Chief of Legislative and External Affairs 
Office of Mayor Eric Garcetti 
200 N. Spring Street, Room 303 
Los Angeles, CA 90012 

(213) 978-0600 
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Rachel M. Brashier 

Deputy Chief of Staff 

Councilmember Marqueece Harris-Dawson 

City Hall Office | 213 - 473-7008 | 200 N. Spring St. Room 450, Los Angeles, CA 
90012 

West Adams Office | 213 - 485-7616 | 1968 W. Adams Blvd., Los Angeles, CA 90018 


www.mhdcd8.com 


Visit us on social: 
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